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EXHIBIT NO. 18, Amendment #1 TO CONTRACT NO. Customer 2, Liat No. 40-9 


CONTRACTOR WARRANTS PRICES CONFGRM TS THE 
PROTE FOPMGL ACN EFFEC” Gm THE nate acon. Si ayd 


FRON Baird-Atomic, Inc. 
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FRICES ARE FAih AND REASONABLE Tass EMBs os 
FOIAB3B1 eee e REASONABLE ,T4tS EXHIBIT 16 
TO 7 re nee = HERP RY APPA SYED OW THE AMOUNT oF §. $1788. 


ae NOMENCLATURE | TOTAL PRICE | REMARKS 


1. | BA-BR44-40 Thermostat, Bubble Assy |. 6 298. 04 1788.24 | Change from: 
| Retain two in BOW. Ship 


' | remaining four to W 
: marked for Project 
| Change.to: 
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PRESERVATION, PACKING : __Gommercial Air DELIVERY COMPLETED gy:____12 February 1960 
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FOIAB3B1 


¥FROMs AMENDMENT NO 1 File Mr. 77'6 


TOs Reird Atomic Inc Fage 1 of 1 Pages 


THROUGH Production List Nr. 6069 to Contract lr. 
CUSTOMER NO 2 
FOIAB3B1 . FOIAB3B1 
(ua , 
Wire ir. Nomenclature Unit Pack Ret. Cost Remarks 
1. BA-TeU Ako Thermostat, Bubble Assy BR 6 1560.00 
FROM: 
Delivery: Retain two in Bonded Warehouse. Ship remaining four to WRAMA; marked for Project FOIAB3B1 
TOs 
Delivery: Ship entire quantity (six ea) to WRAMA, Marked fer Project eeinasas 


ROTEs Sate) ERENT (Ot ete cee Mare eee bows reoet vel (Reference your packing list #291, dated 
12 Feb 60). ' 
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APPROVED; 1 March 1960 
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SIGNED: 


25X1 OIAB3B1 
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